
BABA FARID UNIVERSITY OF HEALTH SCIENCES 

FARIDKOT-1 51203 

Phone: 01639-256232, 256236 
Fax: 01639-256234 

E mail: qeneralinfo(5>bfuhs.ac.in 


RECRUITMENT OF VARIOUS POSTS AT Dr. B.R AMBEDKAR STATE INSTITUTE OF MEDICAL SCIENCES. MOHALI AND GOVERNMENT 

MEDICAL COLLEGES PATIALA AND AMRITSAR. 


Baba Farid University of Health Sciences, Faridkot invites online applications w.e.f. 29/02/2020 through University website i.e. www.bfuhs.ac.in from the eligible candidates for 
recruitment of various posts under Department of Medical Education, Government of Punjab for Government Medical College, Amritsar & Patiala and Dr. B.R. Ambedkar Institute of Medical 
Sciences Society Medical College, Mohali. The last date for receipt of online applications is 19/03/2020 and the deposition of fee through bank challan is 21/03/2020. Detail of Posts are as under: 


Sr. 

No. 

Post 

Dr. B.R. Ambedkar State Institute 
of Medical Sciences, Mohali. 

Government Medical 
College, Patiala and 
Allied Hospital 

Government Medical College, 
Amritsar and Allied Hospital 

Qualification and Experience 

Pay Matrix, as 7 CPC 

1 . 

Aneasthesia Technician 

4 (SC-1:1, General:3) 



(i) 10+2 or equivalent. 

(ii) Diploma in Operation Theatre Asstt. 

(iii) Certificate of Anesthesia Training and one 
year experience from a recognized institution. 

4 

2. 

Artist Cum Modeller 

l(General) 



10+2 with 5 years diploma in commercial arts or 
its equivalent qualifications. 

5 

3. 

Assistant Librarian 

l(General) 



(i) Should possess a degree in Library Science 
from a recognized university or institution. 

(ii) 4 years degree course in fine arts (applied 
arts) painting graphics, clay Modeling and 
sculpture. 

4 

4. 

Audiometry Technician/ 
Audiologist 

1 (General) 

1 

Audiologist 


B.Sc Medical Technology (Audiometry) from a 
recognized institution 

5 

5. 

Audiovisual Technician 

1 (General) 



Matric With Science, Qualified Audio Visual 
Technician from a recognised institution. Punjabi 
upto Matric level. 

4 

6. 

Carpenter 

1 (General) 



(i) Should have passed the Matriculation 
Examination or its equivalent from a recognized 
university or institution; and 

(ii) Should possess an Industrial Training Institute 

2 
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Sr. 

No. 

Post 

Dr. B.R. Ambedkar State Institute 
of Medical Sciences, Mohali. 

Government Medical 
College, Patiala and 
Allied Hospital 

Government Medical College, 
Amritsar and Allied Hospital 

Qualification and Experience 

Pay Matrix, as 7 CPC 






certificate in Carpenter Trade from a recognized 
university or institution. 


7. 

Cashier 

1 (General) 



1. (a.) Possesses the Bachelor's Degree from a 
recognized University or institution and 

(b.) Possesses at least one hundred and twenty 
hours course with hands on experience in the 
use of Personal Computer or Information 
Technology in Office Productivity application or 
Desktop Publishing. Applications from 

Government recognized institution or a reputed 
institution, which is ISO 9001, certified. 

OR 

Possesses a Computer Information Technology 
Course equivalent to 'O' level certificate of 
Department of Electronics Accreditation of 
Computer Courses (DOBACC) of Government of 
India. 

2. Shall have to qualify a test in Punjabi 
typewriting to be conducted by the Board or by 
the Appointing Authority at the speed of thirty 
words per minute within a period of one year 
from the date of his appointment. 

3. Should pass Punjabi upto Matric standard. 

2 

8. 

Clerk 

Nil 

20 

(General :8, General EWS : 2, SC-1; 3, SC-2: 2, ESM : 2, 
Handicapped :l,BC-2) 

8. 

Clerk + Casher 

10 

(General 4, General EWS 1, SC 1:2, 
SC 2:1, BC:1, ESM:1) 



9. 

Dialysis Assistant 

1 General 



(1) 10+2 with Science 

(2) Diploma in Medical Lab. Technology from a 
recognized institution. 

(3) Short term training in dialysis from a 
recognized institution will be preferred. 

5 

10. 

Dialysis Technician 

1 (General) 



(i) Should have passed the Senior Secondary 
Part-li Examination in Science (Physics, 
Chemistry, Biology and English) or its equivalent 
from a recognized university or institution; 

(ii) Should possess a Degree of Medical 
Laboratory Technician from a recognized 
university or institution; and 

(iii) Should have an experience of one year for 
operating the dialysis machine as dialysis 

5 
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No. 

Post 

Dr. B.R. Ambedkar State Institute 
of Medical Sciences, Mohali. 

Government Medical 
College, Patiala and 
Allied Hospital 

Government Medical College, 
Amritsar and Allied Hospital 

Qualification and Experience 

Pay Matrix, as 7 CPC 






technician from a reputed institution 


11. 

Diet Supervisor 

1 (General) 



(i) Should have passed the Senior Secondary Part 

II Examination with Science or its equivalent 
from a recognized University or institution. 

(ii) Certificate or diploma in dietics from a 
recognized university/ institution. 

5 

12. 

ECG Technician 

2 (Generali, SC 1:1) 

4 

(SC-1:1, General:3) 

(i) Should have passed the Senior Secondary 

Part-ll Examination with Science or its 

equivalent from a recognized university or 
institution; and 

(ii) Should possess a diploma in Electro 
Cardiographer from a recognized university or 
institution. 

3 

13. 

Electrician Grade 1 

1 (General) 



(i) Should have passed the Matriculation 
Examination or its equivalent from a recognized 
university or institution. 

(ii) Should possess an Industrial Training Institute 
Certificate in Electrical Trade from a recognized 
university or institution; and 

(iii) Should have an experience of working in 
general electric repair and maintenance for a 
minimum period of two years in reputed firm, 
hospital or institution. 

1 

14. 

Health Visitor 

1 (General) 



(i) Should have passed the Senior Secondary 
Part-ll Examination or its equivalent from a 
recognized university or institution. 

(ii) Should posses a diploma in Multipurpose 
Health Worker (Male or Female) from a 
recognized university or institution; and 

(iii) Should have passed a training course as 
Tuberculosis Health Visitor from a recognized 
university or institution. 

5 

15. 

Hostel Warden 

2 (SC 1:1, General 1) 



10+2 from a recognized Board/ University. 
Experience of one year in the line. 

2 
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Sr. 

No. 

Post 

Dr. B.R. Ambedkar State Institute 
of Medical Sciences, Mohali. 

Government Medical 
College, Patiala and 
Allied Hospital 

Government Medical College, 
Amritsar and Allied Hospital 

Qualification and Experience 

Pay Matrix, as 7 CPC 

16. 

Lab Attendant 

12 

20 

(General :8, General EWS : 2,SC-1; 3, 

SC-2: 2, ESM: 2, Handicapped:l, BC-2. 

10+2 with Science, 2) Should possess a Diploma 
in Diploma Laboratory Technology from a 
recognized University or Institution 

2 

17. 

Medical Lab Technician 

Grade - 2 

12 (General 5, General EWS:1, SC: 
1:2, SC 2:1, BC:1, ESM:1, 

Handicap:l) 

15 

(General:6, General EWS : 1,SC-1; 2, SC-2: 2,ESM : 2, 
Handicapped :1, BC-1, 

Should have passed the Senior Secondary Part-ll 
Examination with Science (Physics, Chemistry, 
Biology) or its equivalent from a recognized 
university or institution and Should possess a 
diploma in Medical Laboratory Technology of 
two years duration from a recognized university 
or institution. OR Should have obtained 

diploma in Medical Laboratory Technology of 
three year duration from a recognized university 
or institution after passing Matriculation with 
science examination followed by one year work 
experience after Diploma. OR Should posses a 
degree of B.Sc. (MLT) from a recognised 
university or institution. Note: Preference may 
be given to those candidates having a degree of 
B.Sc. (MLT) from a recognized university / 
institution. 

5 

18. 

Media Maker 

1 (General) 



10+2 or equivalent qualifications with 5 years 
experience as photographer with diploma in 
journalism/ Mass communication Technique/ 
health education 

2 

19. 

Medical/Psychaitric 

Social Worker 

2 (SC 1:1, General :1) 



MA / M. Phil in Psychology Sociology or Social 
Work (preferably with training in SUD treatment 
from recognized institution). 

6 

20. 

Occupational Therapist 

0 



10+2 with Science (Medical), One year special 
training/ diploma in occupational therapy from a 
recognized institution. 

4 

21. 

Operation Theatre 

Assistant 

7 

(General: 4, SC 1:1, SC 2:1, BC:1) 

8 

(General :4, SC-1; 1, SC-2:1, ESM : 1,BC-1) 

Should have passed the Senior Secondary Part-ll 
Examination with Science or its equivalent from 
a recognized university or institution; and (ii) 
Should possess a diploma in Operation Theatre 
Technique from a recognized university or 
institution 

3 
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No. 

Post 

Dr. B.R. Ambedkar State Institute 
of Medical Sciences, Mohali. 

Government Medical 
College, Patiala and 
Allied Hospital 

Government Medical College, 
Amritsar and Allied Hospital 

Qualification and Experience 

Pay Matrix, as 7 CPC 

22. 

Plaster Cutter 

1 (General) 



10+2 from a recognized University/ Board. -One 
year experience in a recognized institution, in the 
line will be preferred. 

2 

23. 

Plumber 

1 (General) 



(i) Should have passed the Matriculation 
Examination or its equivalent from a recognized 
university or institution. 

(ii) Should possess an Industrial Training Institute 
certificate in Plumber Trade from a recognized 
university or institution; and 

(iii) Should have an experience of repairing of 
pipe fittings and water taps for a minimum 
period of two years in a reputed firm, hospital or 
institution. 

1 

24. 

Speech Therapist 

1 (General) 



B.Sc. Medical Technology (Speech Therapy) from 
a recognized institution. 

7 

25. 

Staff Nurse 

111 

(General : 43,General (EWS): 11 

SC-1: 12, SC-2 :11, BC : 11, ESM :8, 
Handicap : 5,Sportsman :2 

SC1(ESM):2, SC2(ESM):2 

SC-1 Sportsman:1,BC(ESM): 2 

Freedom fighter:l 

300 

(General : 117, General Ews : 30, SC-1; 30,SC-2: 30, BC : 30 

ESM : 21,Handicapped :12, Sportsman: 6, SC-l(ESM): 6, 
SC-2(ESM): 6, SC-1 (Sportsman): 2,SC-2 (Sportsman): 1, 

BC (ESM):6,Freedom Fighter:3 

(i) Should have passed Senior Secondary Part-ll 
Examination or its equivalent from a recognized 
university or institution; 

(ii) Should possess a diploma in General Nursing 
and Midwifery from a recognized university or 
institution; and 

(iii) Should be registered with the Punjab Nursing 
Registration Council, established under the 

Punjab Nurses Registration Act, 1932. 

7 


Radiographer 

Nil 

12 

(General:5, General EWS : 1,SC-1; 2, 

SC-2: 1,ESM : 1,Handicapped :1,BC-1, 


5 


Law Officer 


l(General) 

1) Master Degree in Law from a recognized 
University. 

ii) Eight years experience as Advocate in Punjab 
& Haryana High court 

iii) should be registered with Bar council of 

Punjab & Haryana High Court. 

8 
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Sr. 

No. 

Post 

Dr. B.R. Ambedkar State Institute 
of Medical Sciences, Mohali. 

Government Medical 
College, Patiala and 
Allied Hospital 

Government Medical College, 
Amritsar and Allied Hospital 

Qualification and Experience 

Pay Matrix, as 7 CPC 


Assitant System Manager 
(Technicial Manager) 


1 (General ) 

(a) Should possess a degree in B.E/B.Tech in 
Information Technology/Electronics and 
Communication/Computer Science and MBA 
from a recognized university or institution with 
minimum of 50% marks in aggregate in each case 
OR (b) Should possess a Master's degree in 
Computer Applications and MBA from a 
recognized university or institution with 
minimum of 50% marks in aggregate in each case 
and should have an experience of two years in 
the field of Information and Communication 
Technology 

8 


Ophthalmic Officer/ 
Optometrist 


2 

( General : 1., SC-1 :1) 

Should have passed the Senior Secondary Part-li 
Examination with Science (Medical) from a 
recognized University or Institution. (ii)Should 
possess a Diploma in Ophthalmic Assistant from 
a recognized University or Institution, (iii) Should 
have experience of two years from a recognized 
institution. 

5 


ICCU Technician 


4 

(General :3, SC-1; 1) 

B.Sc. (Cardiac Laboratory Technology) / BSc 
(Cardiac Care Technology) / BSc (Cardiology) / 
BSc (Cardiac or Cardiovascular Technology) / or 
Diploma in Cardiac Technology with 1-year 
experience 

4 


Perfusionist 


2 

( General : l.,SC-l :1) 

BSc (Perfusion Technology) / BSc (Cardiac 
Perfusion Technology) from a recognised 
University 

6 


Manifold Supervisor 


2 

( General : 1., SC-1 :1) 

(i)Degree in Mechanical Engineering with 5 years 
working experience with Manifold or its repairs 
in supervisory capacity in a Medical Set up. Or 
Diploma in Mechanical Engineering with years 
working experience with Manifold or its repairs 
in supervisory capacity in Medical Setup. Must 
be capable of carryinh out work associated with 
the Medical Gas Managment distribution line, 
taps, cocks and outlets. 

6 


Manifold Technician 


6 

10+2 in Science with 7 years expereince in 

5 
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Sr. 

No. 

Post 

Dr. B.R. Ambedkar State Institute 
of Medical Sciences, Mohali. 

Government Medical 
College, Patiala and 
Allied Hospital 

Government Medical College, 
Amritsar and Allied Hospital 

Qualification and Experience 

Pay Matrix, as 7 CPC 




(General :4, SC-1; 1,SC-2:1) 

Medical Gas Pipeline System in a 200 Bedded 
Govt. Hospital. Or Trade Certificate or ITI 
Diploma in Machenic Engg. With 5 years 
expereince in Medical Gas Pipe line System in 1 
200 Bedded Hospital. 



CSSD Supervisor 


2 

( General : l.,SC-l :1) 

BSc (Microbiology or Medical Technology) with 8 
years' experience in CSSD in a 200 Bedded 
Hospital Or Staff Nurse with 7 years' experience 
in CSSD in a 200 Bedded Hospital or Theatre 
Assistant Course with 9 years' experience in 
CSSD in a 200 bedded Hospital. 

6 


CSSD Assistant 


10 

(General :4, General (EWS) :1, SC-1; 2, 

SC-2: 1, ESM : 1,BC-1 

B.Sc. (Microbiology or Medical Technology) with 

3 years 1 experience in CSSD in a 200 Bedded 
Hospital Or Staff Nurse with 2 years' experience 
in CSSD in a 200 Bedded Hospital or Theatre 
Assistant Course with 4 years' experience in 
CSSD in a 200 bedded Hospital. 

5 


The candidates are requested to give their preference of station as first choice, second choice, third choice during filling of online application. 


However the decision shall be made according to the merit cum preference given by the candidate. 


Instructions and conditions for Dr. B.R. Ambedkar State Institute of Medical Sciences, Mohali. 

few nfe 


fa'rtsra fe §>ra- 18 fe 37 wr.Ht./wr.sf tf dfe Sc'fcitf nf % ht-t® arra htoto mf wfe §>1^ fe £3 mfet je'fgTS'f ?ror feaftnr 1 


2. Msra Kfear itto ££ fevfe ferr utt 1 1 

3 . THTif k# to tref fair tto httsto y>f ae' fe' 3 ' wtfto Mf w tto rrgrr fefe tts 1- tr r dT€ T tr 1 fen Hnztfefen tto ?fqt ?f tte nt Hnn fed feScrc d\ 

nre# <f fraTTR fed feti'dTw tftof 1 ug£fer Hfew w ireztfefez tot wrot nfe srfew nfew d'Jfe 1 t 1 

4. 3 T tf^''oTdfS’ fed\ 334 HTOTO d\ ?Mf Wi 3%# I 
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6 . 3573 "ferFr faisoro # ottf 1 ", Ittf 033 # 1d% §h £ wM 57 # ft, §h oof# 75 # 333 + y#>3+ 3# 573F T urfeoo #»o to H57#5 3F3+ ?t f# tit# fid 3+ t#r # 043 # #5+ fen 

##4 F 3+F 573 If# 3 d# i 

5. f#J# OOF## 3 5TF7J HdoOd F H3d 33W SffHHF >XOT3 3340J # »IFfeit oM 3'ddll I »13 td# fddFT (fd# UH3751 W) F #33 3: 7/204/20124 Old #1/ 
66 fH# 15.1.2015 OfF f#J3+ fd# HF HF #3 74"# HIT WFF JflF'fedll ## 3'ddll I 

6. f#J3+ OfFFt»f+ F 1 d 1 . #.»0F OffeTF HFF f#### »OF H#3775 H'PdHT 1 HH'fedl, FOftra^F 0477# ft# 33TF (FT#) W ddd 1 57W TJdFO »H? f#T OfFO-ft# §F 
PcVdoH 7JF d# 5raW^»F # HF# 7#5 HH'fedl F »#o('d #3 feg # oM 3'ddll I 

7. 1#J O03#04+ 75# Ff# F Wi 3 14# 31% 13357# 3" F33 d3 F57 5733 7# 573f«dl 57# F 35# 31 

8 . 1#J »0F#O4+ ft fe®3 dF d# 573HF#O0 §3 ¥3 #.»03 OiasloW HFF f#T#lF§F »fd H#3775 H'^HT 1 HF##, Fftra^F 1 OfT# ft# 3dTF (FT#) d# FFF TTF 
d# fcWK 77W ft# of f#J3+ #oi+ #d+ »iruo('d hh 1 feJl wr Fddoi 

33 : OOFF# # Idle# dd# 143# ;r4# % | 


drfetoTF^ fP|7ftU75l 


Instructions and Conditions for Government Medical College Patiala and Amritsar 

f#F 043 333+ : 

1. Pa?)di' c # §33 18 F 37 335 Fdfi-IOOd dt, OfF.#./OIF.# 74+ 37# 304## ##13# 3" FFS 1d% FOd H33T3 # FF FF TO# §33 # S3 3#ft dF'fg3+ 753T d3#04+ I 

PaSoCd 3# 14043 3 # # 0 # 1#o ff 33" 33 # 31 


2 . 

3 . 

4 . 

5 . 

6 . 

7. 


an*#!" F# 33t 3013 33t M" 1433+ ?375 H3oT'3 3iw 33^33+ >47W3 3013^ K3p 3 1 " Fdc'fd'dc ?775 333 ?fat" 3^ 3 "3V 3 I fej F3c'fd'6(3 ?375 ?faf ?T 33 3t H33 fd3 
Pa35C3 3t >H374t 3 33375 FSt f?3 Pd'd ' dPaF 73333 I Ug3t»3 Ffe»3 W 333lfd^3 I33T >W33t" 1453 Srfe»3 3fe»3 33 1 " 3" r 3t3 T 3 I 

3043+5733 tM" 37T 33533 Ft 3043+ 5733 ?M" >43333 3%53 I 

fe33+ >4F r Ft>>4+ 753t 14733 1F375 3^3+ (033 333+ 3753) 1994 75W FS3TI 

3573 feF fa357'3 Ft OTIF 1 ", ItlF OFFOlt 1¥% §F 3 Ofl475 r gt 57^ 3, §F OFFOlt 75Ft F33+ a3f»3 37jf 573FT uiFOF f51»3 74+ 3570475 3FI3+ 3 T 33t HTSt 3d 3+ §F Ft 0437# 
133+ foTF 3fe3 F 33 573 fF3t 73d# I 

fe33+ >4 T 3 T Ht>>3 3 3F3 33'533' F 33d 33tT3 571F33 OlFF^ 33401 # OIF## ## 3d# I 013 1d3 IddOT (1d3 UF5751 303) F 433 3: 7/204/20124 Old #1/ 66 fid# 
15.1.2015 073 fed# fdtT 33331)43 73# W OT3F3 OIF## 57# 3d# I 
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8. few nTTfetfe w Msra few ne fer fkwai w ?w srw ufer >fe fer >>WHt>>F fe few? fe ;rra srewfefe arfe few Msra few »r? fer few wfe # 
utiFi 

9. fer nTTfetfe ?fe nfe ? ww ? fe are faferw ? wwfe fer are? wst fefwar sfe w Frsfe 11 

10. nTTfetfe farfe ?xrfe ifet w nfet 1 1 


fefetere?, fer»r% Mora few, fern 
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